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In  spite  of  the  Pentagon’s 
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What  are  WHS  goals? 

■  Meet  applicable  Federal  Mandates  (i.e.,  Executive 
order  13514,  EO  13423,  EISA  2007,  EPAct,  etc). 

■  Continue  sustainability  integration  into  Design, 
Construction  and  O&M  practices  (use  of  LEED  for 
benchmarking  purposes  and  LEED  Silver 
requirement) 

■  Institute  policies  to  enhance  the  operation  and 
ensure  WHS  compliance  with  environmental 
regulations,  laws,  and  Executive  Orders  (EO)  and 
LEED  criteria  . 
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eek  innovative  ways  to  prevent  hazards  and  pollution,  minimize  energy  use,  conserve  valuable 
resources,  and  reduce  waste. 


EO  Requirements  and  WHS  Goals/Policies 


Pentagon  Library  Conference  Center  (PLC2)  - 
received  “Silver”  LEED  rating,  2008 


Wedge  2--  received  “Certified”  LEED  rating,  2007 
Wedge  3  -  received  “Certified”  LEED  rating,  2008 
Wedge  4  -  received  “Silver”  LEED  rating,  2010 
Wedge  5  -  anticipate  “S  Iver”  LEED  rating,  201 1 
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EO  Requirements  and  WHS  Goals/Policies 
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EO  Requirements  and  WHS  Goals/Policies 

In  Conclusion... 


Continuing  to  develop  &  implement  policy 


m  •  ■  *  W  T  £  **  •  * 

Continuous  Improvement  of  programs 


Implementing  reduction  plan  for  GHG  and 
carbon  footprint 


Use  of  LEED  for  benchmarking 
sustainability 
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Thank  you! 


Any  Questions  or  Comments  ? 


Crystall  Merlino,  LEED  AP 
Sustainable/LEED  Program  Manager 


